ETag: "0f8987c60a775d2be069e04251429b76"
accept: */*
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connection: close
content-length: 11000293
expect: 100-continue
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user-agent: curl/7.21.3 (i386-portbld-freebsd7.0) libcurl/7.21.3 OpenSSL/0.9.8e zlib/1.2.3 c-ares/1.8.0
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